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Miniature Camera Color - MK-15 
Description 

The MK-15 is equ pped with CMOS-sensor and has a horzontal resolution of 3BG TY-lines. 
The camera s provided with an electronic shutter of 1/60 - 1/1503 sec. 

The camera s fited with a norma! Ians MK 15) cr a ccnus-like cinhole tens system ■ U K IS 3 ). 
Thu s ft is especially sl table far concealed applications. 



Technical Data 



MK 15 MK15P 



image Sensor - 


CMOS 


Horizon's 1 Resolution: 


380 TV-tines 


Effective pise s 


62 B (H)x 532 £V) 


Video output signal 


1.0 Vss 75 Ohm composite 


£ nutter: 


1/8D- 171 5DC sec. 


Sensitivity: 


4 Lux 


Focal Width: 


1=8.6 mm 1=4.2 mm 


Power Supp y: 


5-7,5 V DC 


Dimensions: 


2D x 23 x 28 mm 20 x 23 x IB mm 


Scope of Deirvery: 


MK-15. transport box 
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If you would like further Information about ELAMAN, 
or would like to discuss a specific requirement or project, please contact us at: 

Elaman GmbH 
German Security Solutions 
Seitzstr. 23 
80538 Munich 
Germany 

Tel: +49-89-24 20 91 80 
Fax: +49-89-24 20 91 81 
info@elaman.de 
www.elaman.de 




